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ever, I was greatly relieved to find it was not a
cobra, as I had expected.

It is very dangerous in the hot weather to go
about one's bath-room with bare feet, for snakes
are apt to crawl into cool and damp places out of
the great heat. Major Creagh told me that he
once found a kyrite wound round his washing-
basin, and only saw it just in time, for in another
moment he would have placed his hands on it,
and a bite from one of this species means certain
death in five or ten minutes.

I never but once saw a man who had recovered
from the bite of a cobra, and this was an officer
whom I met in Kdthiaw^r. He had just come in
from playing tennis, and was examining the grass
brought in by the grass-cutters for his horses.
They always place it in small heaps, and it is
necessary to examine it thoroughly in order
to see no soil is mixed with it. My friend thrust
his, hand into one of these heaps, when it was laid
hold of by a cobra and severely bitten. He